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LEAD  BASED  PAINT  POISONING  PREVEN¬ 
TION  IN  FEDERALLY  OWNED  AND  FED¬ 
ERALLY  ASSISTED  HOUSING 

Proposed  Rulemaking 

Notice  is  hereby  given  that  the  Depart¬ 
ment  of  Housing  and  Urban  Develop¬ 
ment  proposes  to  revise  its  existing  regu¬ 
lations  to  implement  the  provisions  of 
section  302  of  the  Lead  Based  Paint  Poi¬ 
soning  Prevention  Act,  Pub.  L.  93-151, 
42  U.S.C.  4801  et  seq. 

Since  the  enactment  of  Pub.  L.  93-151, 
November  9,  1973,  which  amended  the 
Lead  Based  Paint  Poisoning  Prevention 
Act,  42  U.S.C.  4801,  HUD  has  been  en¬ 
gaged  in  an  ongoing  effort  to  clarify  the 
complex  issues  related  to  lead  based  paint 
poisoning  to  determine  the  most  cost- 
effective  and  practical  methods  to  best 
effectuate  the  Congressional  purpose  said 
intent  as  expressed  in  section  302  of  the 
Act.  To  this  end,  the  Department  has  de¬ 
veloped  a  broad  program  for  addressing 
the  threat  that  lead  poisoning  poses  to 
the  life  and  safety  of  children. 

In  addition  to  earlier  regulations  pro¬ 
hibiting  the  use  of  lead  based  paint  in 
HUD-associated  properties  pursuant  to 
the  1971  Act,  HUD  had  administratively 
initiated  regulations  pertaining  to  the 
elimination  of  lead  based  paint  hazards, 
24  CFR  Part  35,  prior  to  the  enactment  of 
Pub.  L.  93-151.  To  assist  in  its  evaluation 
of  these  regiilations  in  light  of  the 
amendments  to  the  1971  Act,  HUD  held 
four  days  of  public  hearings.  May  20- 
23,  1974  for  the  purpose  of  obtaining  in¬ 
formation  relating  to  the  causes,  treat¬ 
ment  and  elimination  of  lead  poisoning. 

Written  comments  and  testimony  at 
the  hearings  covered  the  full  spectnim 
of  technical  opinions  and  advice  of 
health  experts,  tenants,  environmental 
specialists,  engineers,  real  estate  broken?, 
landlords,  homeowners.  State  and  local 
officials,  representatives  from  chemical 
laboratories,  and  representatives  of  paint 
manufacturers.  A  variety  of  points  of 
view  were  expressed  in  J;he  testimony 
with  respect  to  the  nature,  source  and 
solution  to  the  problem.  While  there  ap¬ 
peared  to  be  agreement  that  lead  based 
paint  probably  is  the  most  serious  source 
of  poisoning,  there  was  also  consider¬ 
able  testimony  regarding  the  relative  im¬ 
portance  of  other  sources  of  lead  poison¬ 
ing  such  as  dust,  dirt,  gasoline  and  other 
pollutants  as  well  as  socio-economic  fac¬ 
tors  which  are  important  contributing 
agents  to  lead  poisoning  found  in  chil¬ 
dren.  There  were  differences  of  opinion 
as  to  what  amount  of  lead  in  the  blood 
constitutes  a  haaard. 

The  hearings  were  recorded  and  a 
transcript  of  the  record  and  copies  of 
the  written  comments  are  available  to 
the  public  during  regular  office  hours  in 
Boom  8141,  Department  of  Housing  and 
Urban  Development,  451  Seventh  Street 
gw.,  Washington,  D.C. 
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In  discussing  solutions  to  the  problem, 
a  number  of  experts  have  recommended 
that  the  focus  of  deleadlng  activities 
should  be  on  housing  where  children  with 
elevated  blood  levels  reside,  'nils  health 
approach  would  involve  an  initial  screen¬ 
ing  of  children  to  determine  the  blood 
lead  level,  the  identiflcaticxi  and  treat¬ 
ment  of  children  having  an  elevated 
blood  lead  level  and  a  focus  on  deleading 
the  specific  homes  in  which  such  children 
reside.  In  contrast,  a  housing  approach 
would  involve  a  screening  of  all  housing 
for  lead  based  paint  and  removal  of  such 
paint  where  found  irrespective  of  the  age 
and  blood  lead  level  of  the  inhabitants 
or  the  age  and  condition  of  the  housing. 
While  completely  removing  all  lead  based 
paint  from  all  housing  would  effectively 
eliminate  one  source  of  lead  poisoning  the 
cost  involved  would  be  very  high.  In  ad¬ 
dition,  such  costs  would  affect  the  value 
of  the  housing  involved  and  could  have 
the  effect  of  substantially  reducing  the 
supply  of  otherwise  standard  housing 
available  to  low  and  moderate  income 
families.  It  appears  to  the  Department 
that,  given  the  magnitude  of  the  problem, 
a  heMth  approach  would  be  the  most  ef¬ 
fective  and  timely.  By  placing  priority 
consideration  on  the  children  found  to 
have  elevated  blood  lead  levels,  greater 
protection  would  be  available  at  the  pres¬ 
ent  time  for  those  in  greatest  need. 

Consistent  with  a  health  approach, 
there  are  numerous  local  programs  sup¬ 
ported  by  funds  from  the  Department  of 
Health,  Education  and  Welfare’s  Child¬ 
hood  Lead  Poiscming  Ccmtrol  Program 
that  test  children  for  elevated  blood  lead 
levels  and  treat  those  who  have  poten¬ 
tially  hazardous  levels  of  lead  in  their 
blood.  In  addition  to  the  specific  project 
grant  fimds,  Medicaid  may  be  available 
to  pay  both  for  the  screening  and  the 
treatment  of  children  for  those  who  can¬ 
not  afford  it  (the  Medicaid  eligible  popu¬ 
lation).  Deleading  of  properties  where 
children  are  endangered  is  primarily  the 
responsibility  of  the  owner/landlord. 
HEW  project  funds,  however,  may  be 
available  on  a  limited  basis  to  cover  the 
necessary  hazard  abatement  costs. 

During  the  period  of  HUD’s  evaluation 
of  the  problem,  the  Department  insti¬ 
tuted  interim  procedures  for  alerting  all 
residents  in  older  HUD-associated  prop¬ 
erties  to  the  potential  hazards  of  lead 
based  paint.  HUD  requires  that  all  pur¬ 
chasers  and  tenants  of  HUD-associated 
properties  constructed  prior  to  1950  be 
notified  that  such  potential  hazards  may 
be  present.  Such  pmchasers  and  tenants 
must  be  informed  of  the  symptoms  of 
lead  poisoning  and  the  precautions  to  be 
taken  to  avoid  poisoning. 

Until  the  last  few  years,  there  had  been 
very  limited  information  available  on  the 
medical,  environmental  and  technologi¬ 
cal  natiire  of  lead  poisoning — its  cause, 
treatment  and  prevention.  Because  of  the 
complex  natme  of  the  problem,  a  com¬ 
prehensive  research  program  has  been 
instituted.  Cost-effective  solutions  to  lead 
poisoning  and  hazard  prevention  are 
highly  sensitive  to  technological  develop¬ 
ments.  Consequently,  research  is  a  criti¬ 
cal  element  In  addressing  the  problem. 


HUD’s  research  effort  has  been  directed 
toward  understanding  the  natme  and  ex¬ 
tent  of  lead  based  paint  in  lead  poisoning 
and  toward  the  development  of  improved 
methods  fm*  the  detection  and  elimina¬ 
tion  of  lead  based  paint  hazards.  HUD  is 
seeking  the  ideas  and  suggestions  of  in¬ 
terested  and  expert  parties  in  meeting 
these  goals. 

In  1974,  HUD  substantially  expanded 
the  research  and  demonstration  program 
which  was  initiated  in  1972.  Early  re¬ 
search  projects  conducted  through  the 
National  Bureau  of  Standards  assessed 
the  magnitude  of  the  problem  and  the 
technology  available  for  detecting  and 
mitigating  lead  hazards.  These  initial 
research  projects  resulted  in  24  research 
reports  providing  essential  baseline  in¬ 
formation  <m  which  the  current  much 
expanded  research  and  development  pro¬ 
gram  is  based.  These  reports  are  available 
to  the  public  through  the  National  Tech¬ 
nical  Information  Service. 

An  extensive  program  of  immediate 
and  long  range  objectives  has  been  estab¬ 
lished.  These  include,  in  cooperation 
with  other  Federal  agencies,  a  program 
to  identify  all  sources  of  lead  pKiisoning 
and  to  quantify  the  contribution  of  each 
source,  including  lead  based  paint.  It  has 
been  determined,  through  research  and 
from  evidence  given  by  experts  at  the 
public  hearings,  that  lead  based  paint 
is  only  one  source  of  lead  in  the  environ¬ 
ment,  although  present  indications  point 
to  it  as  a  serious  source.  It  remains  im- 
clear,  however,  to  what  extent  lead  based 
paint  or  other  sources,  such  as  dust,  dirt, 
gasoline  and  other  poUutive  substances, 
contribute  to  the  total  incidence  of  lead 
in  the  environment  and  to  what  extent 
each  is  a  contributing  factor  in  lead  poi¬ 
soning  in  children.  In  cooperation  with 
the  Environmental  Protection  Agency. 
theNational  Science  Foimdation  and  the 
National  Institutes  of  Health,  the  HUD 
lead  based  research  program  has  under¬ 
taken  a  series  of  projects  to  understand 
the  sources  and  causes  of  undue  lead 
ingestion. 

Utilizing  data  from  HEW  funded  and 
other  local  programs  and  HUD  surveys, 
HUD  is  attempting  to  develop  a  basis  for 
establishing  a  national  standard  for  de¬ 
termining  what  level  of  lead  based  paint 
on  surfaces  constitutes  a  hazard.  In  this 
connection,  research  programs  are  seek¬ 
ing  to  develop  a  less  costly  and  more 
sensitive  method  for  detecting  the  pres¬ 
ence  of  lead  based  paint.  Present  meth¬ 
ods  are  either  very  time  consuming  and 
inefficient  or  unreliable.  Contracts  have 
been  awarded  to  firms  to  develop  im¬ 
proved  methods  for  the  inexpensive,  re¬ 
liable  detection  of  low  levels  of  lead  based 
paint  on  walls. 

Further,  HUD  is  seeking  to  develop 
more  efficient  and  cost-effective  methods 
for  eliminating  lead  based  paint  hazards. 
Major  activities  include  the  following:  A 
four  city  experimental  program  to  test 
existing  technology;  development  of  new 
technologies,  Le..  the  testing  of  acerbic 
(bad  tasting)  points  and  encourage- 
mmt  for  private  industry  doing  research 
in  this  Add;  and  development  of  pro¬ 
gram  stratei^  by  which  state  and  local 
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governments  can  combat  lead  poisoning 
in  the  most  effective  manner.  Jointly 
with  HEW,  the  HUD  research  program  is 
funding  local  demonstration  programs  to 
improve  local  program  management,  to 
effectively  combine  health  and  housing 
strategies  in  alleviating  lead  poisoning 
and  to  mobilize  local  resources  for  the 
long-term  funding  of  lead  poisoning  con¬ 
trol  programs.  HUD  is  also  establishing 
a  clearinghouse  to  provide  for  the  rapid 
dissemination  of  the  results  of  HUD  re¬ 
search  to  the  various  user  groups.  We 
anticipate  that  this  research  effort  will 
provide  medical  and  technical  solutions 
to  effectively  address  this  serious  child¬ 
hood  disease.  Interested  parties  are  re¬ 
quested  to  send  research  suggestions  to 
the  Lead  Based  Paint  Research  Program, 
Room  8136,  Office  of  Policy  Development 
and  Research,  Department  of  Housing 
and  Urban  Development,  451  Seventh 
Street,  SW.,  Washington,  D.C.  20410. 

In  evaluating  the  current  administra¬ 
tive  policies  and  procedures,  HUD  has 
given  carefiU  consideration  to  the  follow¬ 
ing:  information  received  at  the  public 
hearings;  the  reports  of  the  HUD  re¬ 
search  and  development  programs;  the 
anticipated  results  of  the  short-  and 
long-term  research  programs;  the  im¬ 
pact  of  alternative  solutions  on  the  sup¬ 
ply  of  housing  for  low  and  moderate  in¬ 
come  families;  the  limitation  of  HUD's 
authority  to  deal  with  this  complex  na¬ 
tional  housing  stock  which  is  under  the 
Jiudsdiction  of  this  Department ;  and  the 
costs  involved  for  the  benefits  to  be  de¬ 
rived. 

In  light  of  these  considerations,  HUD 
proposes  to  revise  Part  35.  The  proposed 
regulations  will  be  subject  to  a  continu¬ 
ing  evaluation  and  review  by  HUD  for 
the  purpose  of  further  modification  and 
revision  as  new  information  becomes 
available  through  the  ongoing  medical 
and  technological  research  programs. 
The  prop>osed  regulations  include  the 
following:  a  new  Subpart  A  entitled  No¬ 
tification  to  Purchasers  and  Tenants  of 
HUD-Associated  Housing  Constructed 
Prior  to  1950  of  the  Hazards  of  Lead 
Based  Paint  Poisoning;  a  new  Subpart 
B  entitled  Prohibition  Against  the  Use 
of  Lead  Based  Paint  in  HUD-Associated 
Housing;  a  new  Subpart  C  entitled  Elim¬ 
ination  of  Lead  Based  Paint  Hazards 
in  HUD-Associated  Housing;  a  new  Sub- 
part  D  entitled  Local  Codes  and  Regu¬ 
lations;  and  a  new  Subpart  E  entitled 
Elimination  of  Lead  Bcised  Paint  Haz¬ 
ards  in  Federally  Owned  Housing. 

The  new  Subpart  A  implements  the 
provision  of  the  Act  regarding  notifica¬ 
tion  to  purchasers  and  tenants  of  the 
hazards  of  lead  based  paint  in  housing 
constructed  prior  to  1950  and  adminis¬ 
tratively,  expands  its  application  to  all 
HUD-Associated  housing. 

The  new  Subpart  E  implements  the 
provision  of  the  Act  authorizing  the  Sec¬ 
retary  to  establish  and  implement  pro¬ 
cedures  to  eliminate  the  hazards  of  lead 
based  paint  in  all  federally -owned  prop¬ 
erties  prior  to  sale  when  their  use  is 
intended  for  residential  habitation.  This 
Subpart  Is  applicable  to  all  properties 


owned  by  Federal  agencies  when  sold  by 
such  agencies  for  residential  habitation 
and  directs  such  agencies  to  Inspect  for 
and  eliminate  immediate  hazards  of 
paints  which  may  contain  lead  in  such 
properties. 

The  Subparts,  designated  B,  C  and  D 
modify  the  existing  requirements  and 
procedures  in  the  current  Subparts  A  and 
B  of  24  CFR  Part  35.  Hie  definition  of 
“lead  based  paint”  is  revised.  The  defini¬ 
tion  of  “health  hazards”  is  deleted  and 
a  definition  of  “immediate  hazards” 
substituted. 

Interested  parties  are  invited  to  sub¬ 
mit  written  comments,  suggestions,  and 
amendments  concerning  the  new  pro¬ 
cedures,  requirements  and  notification 
brochures  (appendix  I)  by  1975,  com¬ 
ments  should  refer  to  Docket  No.  339  and 
should,  be  addressed  to  the  Rules  Docket 
Clerk,  Office  of  the  General  (Counsel, 
Rom  10245,  Department  of  Housing  and 
Urban  Development,  451  Seventh  Street, 
SW.,  Washington,  D.C.  20410.  All  rele¬ 
vant  material  received  by  July  21,  1975, 
will  be  considered  before  adoption  of  a 
final  rule  and  HUD  will  make  such  mod¬ 
ifications  in  these  proposed  regtilations 
are  are  deemed  appropriate.  A  copy  of 
each  commimication  will  be  available  for 
public  inspection  during  regular  business 
hours  at  the  above  address.  A  draft  en¬ 
vironmental  impact  statement  pur¬ 
suant  to  the  National  Environmen¬ 
tal  Policy  Act  of  1969  has  been 
prepared  and  is  being  circulated  for 
public  comment  with  respect  to  these 
regulations.  A  copy  of  the  draft  environ¬ 
mental  impact  statement  is  available  for 
public  inspection  during  regular  business 
hours  in  the  Office  of  the  Rules  Docket 
Clerk,  Room  10245,  U.S.  Department  of 
Housing  and  Urban  Development,  and  in 
the  Information  Centers  of  HUD’s  Re¬ 
gional  Offices.  The  proposed  revision  of 
Part  35  is  as  follows: 

Subpart  A — Notification  to  Purchasars  and  Ten¬ 
ants  of  HUD-Associated  Housing  Constructed 
Prior  to  1950  of  the  Hazards  of  Lead  Based 
Paint  Poisoning 

Sec. 

35.1  Purpose  and  scope. 

35.3  Definitions. 

35.5  Requirements. 

Subpart  B — Prohibition  Against  the  Use  of  Lead 
Based  Paint  In  HUO-Assoclated  Housing 

35.10  Purpose  and  scope. 

35.12  Definitions. 

35.14  Requirements. 

Subpart  C — Elimination  of  Lead  Based  Paint 
Hazards  in  HUD-Associated  Housing 

35.20  Purpose  and  scope. 

35.22  Definitions. 

35.24  Requirements. 

Subpart  D — Local  Codes  and  Regulations 

35.40  Purpose  and  scope. 

35.42  Requirements. 

Subpart  E — Elimination  of  Lead  Based  Paint  Haz¬ 
ards  in  Federally  Dwned  Properties  Prior  to  Sale 
for  Residential  Habitation 

35.50  Purpose  and  scope. 

35.52  Applicability. 

35.54  Definitions. 

35.56  Requirements. 

AtJTHORiTT:  Pub.  L.  91-695,  84  Stat.  2079, 
as  amended  by  Pub.  L.  93-161,  42  UJ3.C.  4801 
et  seq. 


Subpart  A — Notification  to  Purchasers  and 

Tenants  of  HUD-Associated  Housing 

Constructed  Prior  to  1950  of  the  Haz¬ 
ards  of  Lead  Based  Paint  Poisoning 

§  35.1  Purpose  and  scope. 

This  Subpart  A  establishes  procedures 
to  assure  that  purchasers  and  tenants  of 
all  HUD-associated  housing  constructed 
prior  to  1950  are  notified  of  the  hazards 
of  lead  based  paint  which  may  exist  in 
such  housing,  of  the  symptoms  and  treat¬ 
ment  of  lead  based  paint  poisoning  and 
of  the  precautions  to  be  taken  to  avoid 
lead  based  paint  poisoning. 

§  35.3  Definitions. 

For  the  purposes  of  this  subpart,  the 
following  definitions  are  applicable: 

(a)  “Act”  means  the  Lead  Based  Paint 
Poisoning  Prevention  Act,  Pub.  L.  91- 
695,  84  Stat.  2079,  as  amended  by  Pub. 
L.  93-151, 42  U.S.C.  4801  et  seq. 

(b)  “Department”  or  “HUD”  means 
the  Department  of  Housing  and  Urban 
Development. 

(c)  “Secretary”  means  the  Secretary 
of  the  Department  of  Housing  and  Urban 
Development  or  a  HUD  official  delegated 
the  Secretary’s  authority  with  respect  to 
the  Act. 

(d)  “Assistant  Secretaries”  means  the 
Assistant  Secretaries  of  the  Department 
of  Housing  and  Urban  Development. 

(e)  “HUD-associated  housing”  means 
any  residential  structure  as  defined  in 
subsection  (f)  below,  which  is  HUD- 
owned  or  financially  assisted  under  any 
programs  administered  by  the  Secretary 
when  such  structures  are  being  con¬ 
structed,  sold,  purchased,  leased,  reha¬ 
bilitated  (including  routine  maintenance 
work) ,  modernized  or  improved  with  any 
form  of  HUD  financial  assistance 
whether  by  grant,  loan,  advance,  hous¬ 
ing  assistance  payments,  the  proceeds  of 
a  HUD-guaranteed  loan  or  a  HUD- 
insured  mortgage. 

(f)  “Residential  structure”  means  any 
house,  apartment  or  structure  intended 
for  human  habitation.  Including  any  in¬ 
stitutional  structure  where  persons  re¬ 
side,  such  as  an  orphanage,  boarding 
school,  dormitory,  day  care  center,  or 
extended  care  facilities,  college  housing, 
hospitals,  group  practice  facilities  and 
commimity  facilities. 

(g)  “Applicable  surfaces”  means  all 
interior  suilaces  and  those  exterior  sur¬ 
faces  such  as  stairs,  decks,  porches,  rail¬ 
ings,  windows  and  doors  which  are 
readily  accessible  to  children  imder  7 
years  of  age. 

(h)  “Potential  hazard”  means  paint 
(which  may  contain  lead)  on  applicable 
surfaces  which  is  in  a  sound,  tight  con¬ 
dition,  but  which  may  beccxne  an  imme¬ 
diate  hazard,  as  defined  in  paragraph  (i) 
of  this  section,  by  reason  of  cracking, 
chipping,  scaling,  peeling  or  loosening. 

(i)  “Immediate  hazard”  means  paint 
or  plaster  (which  may  contain  lead)  on 
applicable  surfaces  which  Is  cracking, 
scaling,  chipping,  peeling  or  loose. 

(j)  “Defective  p^nt  condlticm”  means 
any  paint  on  applicable  surfaces  which  is 
cracking,  scaling,  chipping,  peeling  or 
loose. 
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§  35.5  Requirements. 

(a)  Purchasers  and  tenants  of  HUD- 
assoclated  housing  constructed  pricn*  to 
1950  shall  be  notified  (1)  that  the  prop¬ 
erty  was  constructed  prior  to  1950.  <2) 
that  the  prcgjerty  may  contain  lead  based 
paint,  (3)  of  the  potential  and  immediate 
hazards  of  lead  based  paint,  (4)  of  the 
symptoms  and  treatment  of  lead  based 
paint  poisoning,  and  (5)  of  the  precau¬ 
tions  to  be  taken  to  avoid  lead  based 
paint  poisoning  (including  maintenance 
and  removal  techniques  for  eliminating 
such  hazards) .  Appendix  1,  which  is  at¬ 
tached  hereto  and  made  a  part  hereof, 
consists  of  HUD  brochures,  copies  of 
which  shall  be  used  to  provide  the  re¬ 
quired  notification. 

(b)  Each  Assistant  Secretary  shall 
take  necessary  actions  to  implement  the 
requirements  of  paragraph  (a)  of  this 
section  with  respect  to  the  HUD  pro¬ 
grams  within  his  administrative  juris¬ 
diction.  Such  actions  shall  include  the 
establishment  of  procediures  to  (1)  pro¬ 
vide  evidence  that  the  information  con¬ 
tained  in  the  appropriate  HUD  brochures. 
Appendix  I,  has  been  received  by  pur¬ 
chasers  and  tenants  of  HUD-associated 
housing  constructed  prior  to  1950,  and 

(2)  require  the  Inclusion  of  appropriate 
proviskms  in  contracts  of  sale,  rental  or 
management  of  HUD-associated  housing 
to  assure  the  receipt  at  the  information 
cemtained  in  the  appropriate  HUD  bro¬ 
chures  by  purchasers  and  tenants  of  such 
housing. 

Subpart  B — Prohibition  Against  the  Use  of 

Lead  BasecT  Paint<  in  HUD-Associated 

Housing 

§  35.10  Purpose  and  scope. 

This  subpart  implements  the  provisions 
of  42  (TFR  Part  90  which  are  applicable 
to  Federal  agencies  and  which  prohibit 
the  use  of  lead  based  paint  in  residential 
structures  constructed  or  rehabilitated 
by  the  Federal  Government  or  with  Fed¬ 
eral  assistance  and  establishes  proce¬ 
dures  to  prohibit  the  use  of  lead  based 
paint  to  paint  applicable  surfaces  in  all 
HUD-associated  housing. 

§  35.12  Definitions. 

The  definitions  contained  in  §  35.3  of 
Subpart  A  of  this  part  shall  apply  to 
this  Subpart  B  and  in  addition  the  fol¬ 
lowing  d^inition  is  applicable  to  this 
Subpart  B: 

(a)  “Lead  Based  Paint”  as  defined  in 
section  501(3)  of  the  Act  means  any 
paint  containing  more  than  five-tenths 
of  1  per  centum  lead  by  weight  (calcu¬ 
lated  as  lead  metal)  in  the  total  non¬ 
volatile  content  of  liquid  paints  or  in 
the  dried  film  of  paint. 

§  35.14  Requirements. 

(a)  No  office  of  the  Department  shall 
use  or  permit  the  use  of  lead  based  paint 
to  paint  applicable  smlaces  of  HUD-as- 

*  sociated  hotising. 

(b)  Each  Assistant  Secretary  shall  im¬ 
plement  the  requirements  of  paragraph 
(a)  of  this  section  with  respect  to  the 
HUD  programs  within  his  administrative 
jurisdiction.  Implementation  shall  in¬ 
clude  the  establishment  of  procedures  to 


require  the  inclusion  of  appropriate  pro¬ 
visions  in  contracts  and  subcontracts  in¬ 
volving  HUD-associated  housing  pro¬ 
hibiting  the  use  of  lead  based  paint  to 
paint  applicable  surfaces  of  such  HUD- 
associated  housing  and  shall  Include  pro¬ 
visions  necessary  for  enforcement  of  the 
prohibition. 

Subpart  C — Elimination  of  Lead  Based 

Paint  Hazards  in  HUD-Associated 

Housing 

§  35.20  Purpose  and  scope. 

This  Subpart  C  implements  the  provi¬ 
sions  of  section  302  of  the  Act  with  re¬ 
spect  to  establishing  procedures  to  elimi¬ 
nate  as  far  as  practicable  the  hazards 
due  to  the  presence  of  paint  which  may 
contain  lead  on  applicable  surfaces  of 
HUD-associated  housing. 

§  35.22  Definitions. 

The  definitiems  contained  in  §  35.3  shall 
apply  to  this  Subpart  C. 

§  35.24  Requirements. 

(a)  Prior  to  the  occupancy  of  HUD- 
associated  housing,  immediate  hazards 
shall  be  eliminated  by  the  most  practica¬ 
ble  means.  For  this  purpose,  all  defective 
paint  conditions  shall  be  assumed  to  be 
immediate  hazards. 

(b)  Each  Assistant  Secretary  shall  im¬ 
plement  or  provide  for  the  implementa¬ 
tion  of  the  requirements  of  paragraph 
(a)  of  this  section  with  respect  to  HUD 
programs  within  his  administrative 
jurisdiction.  Implementation  shall  in¬ 
clude  the  following: 

(1)  HUD-associated  housing  shall  be 
inspected  to  determine  whether  or  not 
immediate  hazards  exist.  Responsibility 
for  such  inspections  shall  be  as  follows: 

(i)  HUD-owned  housing  that  is  to  be 
rehabilitated  before  sale  shall  be  in¬ 
spected  by  local  HUD  staff  or,  if  tq}- 
propriate,  by  the  property  manager  as 
part  of  the  program  for  management 
and  disposition  of  HUD-owned  property; 

(ii)  HUD-owned  property  that  is  to  be 
sold  in  an  as-is  condition  shall  be  in¬ 
spected  by  the  local  HUD  staff  or  by  the 
property  manager  as  part  of  the  program 
for  management  and  disposition  of  HUD- 
owned  property  prior  to  the  sale  of  such 
property  or  subsequent  to  the  sale  but 
prior  to  occupancy  thereof  for  residential 
use;  provided,  however,  that  where  prop¬ 
erties  are  conveyed  to  a  unit  of  State  or 
local  government,  the  state  or  local  gov¬ 
ernment  body  shall  be  responsible  for 
inspection. 

(iii)  HUD-owned  property  that  is 
rented  or  leased  for  residential  use  or 
will  be  offered  for  such  rental  shall  be  in¬ 
spected  by  the  local  HUD  staff  or  by  the 
property  manager  as  part  of  the  program 
for  management  and  disposition  of  HUD- 
owned  properties. 

(iv)  Existing  housing  proposed  for 
HUD-FHA  mortgage  insurance  shall  be 
Inspected  by  the  local  HUD  staff  or  by 
fee  appraisers  where  otherwise  permitted 
tmder  existing  procedures; 

(V)  Low-income  public  housing  (in¬ 
cluding  occupied  units)  shall  be  in¬ 
spected  by  the  local  housing  authority, 
local  public  agency  or  other  agent 


responsible  for  the  maintenance,  man-'' 
agement,  repair  and  operation  of  siich 
housing;  _ 

(Vi)  In  the  rehabilitation  of  HUD-as¬ 
sociated  college  housing,  the  architect 
shall  be  responsible  for  inspection  of  the 
premises; 

(vli)  In  housing  assisted  with  Com¬ 
munity  Development  funds,  the  appro¬ 
priate  local  public  agency,  local  public 
body,  city  demonstration  agency  or  unit 
of  local  government  or  agency  thereof 
shall  be  responsible  for  inspection  of 
the  premises; 

(2)  Notwithstanding  the  requirements 
of  paragraph  (b)(1)  of  this  section  in 
the  section  8  Housing  Assistance  Pay¬ 
ment  Program,  the  owner  shall  be  re¬ 
sponsible  for  providing  certification  to 
the  local  HUD  staff,  the  local  public 
housing  agency  or  the  state  finance 
agency  that  the  property  has  been 
treated  in  accordance  with  the  applicable 
provisions  of  Parts  881,  882  and  883  of 
Chapter  vm  of  this  Title  24. 

(3)  Treatment  to  eliminate  such  im¬ 
mediate  hazards  as  a  minimum  shall 
consist  of  the  following: 

(I)  All  surface  conditions  identified  as 
Immediate  hazards  shall  be  thoroughly 
cleaned  (washed,  sanded,  scraped,  wire 
brushed  or  otherwise  cleaned)  so  as  to 
remove  all  cracking,  scaling,  peeling, 
chipping  and  loose  paint  on  applicable 
suiiaces  and  then  the  surfaces  that  have 
been  so  treated  shall  be  repainted  with 
two  coats  of  a  suitable  paint  in  SM^cord- 
ance  with  the  requirements  of  S  35.15;  or 

(II)  Where  the  paint  film  integrity  of 
the  applicable  suiiace  cannot  be  main¬ 
tained,  the  paint  shall  be  completely 
removed  or  the  surface  recovered  with 
a  suitable  material  such  as  hardboard. 
plywood,  drywall  or  plaster  before  any 
repainting  Is  vmdertaken;  and 

(4)  Appropriate  provisions  for  the  in¬ 
spection  and  elimination  of  immediate 
hazards  and  provisions  necessary  for 
enforcement  of  the  requirements  shall 
be  Included  in  contracts  and  subcon¬ 
tracts  involving  HUD-associated 
housing. 

Subpart  D — Local  Codes  and  Regulations 
§  35.40  Purpose  and  scope. 

The  Department  does  not  intend  that 
anything  in  the  procedures  established 
in  this  Part  35  shall  be  construed  to 
mean  that  compliance  with  the  HUD  re¬ 
quirements  with  respect  to  HUD-asso¬ 
ciated  properties  shall  relieve  an  owner 
or  tenant  of  his  responsibility  for  com- 
pl5dng  with  local  ordinances,  codes  and 
regulations  pertaining  to  lead  based 
paint,  nor  does  the  Department  assume 
any  responsibility  with  respect  to  in¬ 
specting,  enforcing,  interpreting  or  de¬ 
termining  compliance  with  such  local 
requirements,  except  that,  as  provided 
in  section  506  of  the  Act,  the  Federal 
standard  for  lead  in  paint  preempts  any 
state  or  local  laws  or  regulations. 

§  35.42  Requirements. 

Each  Assistant  Secretary  shall  take 
necessary  actions  to  Implement  the  in¬ 
tent  of  §  35.40. 
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Subpart  E — Elimination  of  Lead  Based 

Paint  Hazards  in  Federally  Owned  Prop-' 

erties  Prior  to  Sale  for  Residential  Habi¬ 
tation 

§  35.30  Purpose  and  scope. 

This  Subpart  E  implements  the  pro¬ 
visions  of  section  302  of  the  Act  which 
authorizes  the  Secretary  to  establish 
and  implement  procedures  to  eliminate 
the  hazards  of  lead  based  paint  poison¬ 
ing  in  all  Federally  owned  properties 
prior  to  the  sale  of  such  properties  when 
their  use  is  intended  for  residential 
habitation. 

§  35.52  Applicability. 

The  requirements  established  by  this 
Subpart  E  are  i^plicable  to  all  Federally 
owned  properties  prior  to  their  sale  by 
a  Federal  agency  when  their  use  is 
intended  for  residential  habitation. 

§  35.51  Definitions. 

The  following  are  applicable  to  this 
Subpart  E: 

(a)  “Federal  agency”  means  the 
United  States  or  any  executive  depart¬ 
ments,  independent  establishments,  ad¬ 
ministrative  agencies  and  instrumen¬ 
talities  of  the  United  States,  including 
corporations  in  which  all  or  substan¬ 
tially  all  of  the  stock  is  beneficially 
owned  by  the  United  States  or  by  any 
of  the  foregoing  departments,  establish¬ 
ments,  agencies  or  instrumentalities. 

(b)  “Federally  owmed  properties” 
means  any  properties  owned  by  a  Federal 
Agency  as  defined  in  paragraph  (a)  of 
this  section. 

(c)  “Act”  means  the  Lead  Based  Paint 
Poisoning  Prevention  Act,  Pub,  L.  91- 
695.  84  Stat.  2079,  as  amended  by  Pub. 
L.  93-151,  42  U.S.C.  4801  et  seq. 

(d>  “Residential  structure”  means  any 
house,  apartment  or  structure  intended 
for  hxunan  habitation.  Including  any  in¬ 
stitutional  structure  where  persons  re¬ 
side,  such  as  an  orphanage,  dormitory, 
day  care  center,  or  extended  care  facili¬ 
ties,  college  housing  and  hospitals. 

(e)  “Applicable  surfaces”  means  all 
Interior  surfaces  and  those  exterior  sur¬ 
faces  such  as  stairs,  decks,  porches,  rail¬ 
ings,  windows  and  doors  which  are  read¬ 
ily  accessible  to  children  under  7  years 
of  age. 

(f)  “Immediate  hazard”  means  paint 
or  plaster  (which  may  contain  lead)  <mi 
applicable  surfaces  which  is  cracking, 
scaling,  chipping,  peeling  or  loose, 

(g)  “Defective  paint  condition”  means 
any  paint  on  applicable  surfaces  which  is 
cracking,  scaling,  chipping,  peeling  or 
loose. 

(h)  “Use  for  residential  habitation” 
means  the  use  of  a  property  as.a  residen¬ 
tial  structure  as  defined  in  subsection 

(d)  above, 

§  35.56  Requirements. 

(a)  Prior  to  sale  of  a  Federally  owned 
property  where  its  use  subsequent  to  sale 
is  intended  for  residential  habitation,  the 
Federal  agency  selling  the  property  shall 
take  the  following  steps  to  eliminate  haz¬ 
ards  of  lead  based  ps^t  poisoning: 

(1)  Have  the  property  Inspected  to 
determine  whether  Is  not  immediate  haz¬ 
ards  exist  and  for  this  purpose  all  defec¬ 


tive  paint  conditions  shall  be  assumed  to 
be  immediate  hazards;  and 

(2)  Have  the  surface  ccmditimis  iden¬ 
tified  as  immediate  hazards  thoroughly 
cleaned  (washed,  sanded,  scraped,  wire 
brushed  or  otherwise  cleaned)  so  as  to 
remove  all  cracking,  scaling,  peeling, 
chipping  and  loose  paint  on  applicable 
surfaces  and  then  repainted  with  two 
coats  of  a  suitable  non-leaded  paint;  or 

(3)  Where  the  paint  film  integrity  of 
the  applicable  surface  cannot  be  main¬ 
tained,  the  paint  shall  be  completely  re¬ 
moved  or  the  surface  recovered  with  a 
suitable  material  such  as  hardboard,  ply¬ 
wood,  drywall  or  plaster  before  repaint¬ 
ing. 

(b)  The  provisions  of  this  Subpart  E 
shall  be  binding  upon  all  Federal  Agen¬ 
cies  as  provided  by  section  302  of  the  Act: 
however  nothing  contained  in  this  Part 
35  shall  preclude  any  other  Federal  Agen¬ 
cies  from  promulgating  such  procedures 
or  additional  requirements  as  may  be 
necessary  to  implement  the  terms  of  the 
Act. 

(Sec.  7(d) .  42  U.S.C.  3535(d) ) 

Issued  at  Washington,  D.C.,  June  13, 
1975. 

Carla  A.  Hillis, 
Secretary  of  the  Department  of 
Housing  and  Urban  Develop¬ 
ment. 

Appendix  1 — The  Danger  of  Lead  Poisoning 
TO  Your  Child  (for  Homeowners) 
please  read  carefully 

This  housing  or  apartment  was  built  before 
1950.  There  Is  a  possibility  that  It  may  con¬ 
tain  lead  paints.  Lead  paint  Is  poisonous  if 
eaten.  Many  children  do  eat  lead  based  paint. 
When  they  do.  they  frequently  become  very 
sick.  You  as  parents  are  In  the  best  position 
to  safeguard  your  child’s  health  by  prevent¬ 
ing  him  or  her  from  eating  paint  or  paint 
chips.  This  pamphlet  will  answer  some  of 
your  questions  aix>ut  how  to  know  If  your 
child  has  been  eating  lead  paint  and  what 
to  do  about  It. 

What  is  Lead  Poisoning?  Lead  poisoning  is 
a  health  problem  In  this  country.  Thousands 
of  children  under  7  years  of  age  are  poisoned 
each  year.  Lead  poisoning  can  be  very  danger¬ 
ous.  Children  who  eat  lead  can  become  men¬ 
tally  retarded,  blind,  paralyzed  or  even  die. 
To  protect  children,  the  Department  of  Hous¬ 
ing  and  Urban  Develc^ment  has  prepared  this 
notice  to  help  you  find  the  problem  If  It 
exists  In  your  house,  know  If  your  child  has 
been  poisoned  and  know  how  to  prevent 
both  the  problem  and  the  sickness. 

What  Causes  Lead  Poisoning?  Your  child 
can  be  poisoned  If  he  or  she  eats  paint,  dirt, 
or  other  non-food  substances  containing 
lead.  The  most  common  cause  of  lead  poison¬ 
ing  Is  lead  based  paint.  Young  children  put 
many  things  besides  food  In  their  mouths. 
When  they  do  this  often,  doctors  call  the 
problem  Pica.  If  the  Items  which  are  fre¬ 
quently  eaten  or  chewed  have  a  lot  of  lead, 
your  child  can  be  poisoned. 

How  Can  You  Tell  If  Your  Child  Is  Poi¬ 
soned?  Sometimes,  there  are  no  signs.  Your 
child  may  have  lead  poisoning  if  he  or  she 
has  stomach  aches  and  vomiting,  has  head¬ 
aches,  loses  appetite,  is  cranky,  or  frequently 
Is  too  tired  to  play.  All  these  symptoms  can 
be  signs  of  lead  poisoning.  Do  not  wait  too 
long.  If  you  see  these  signs  In  your  child 
for  more  than  a  week,  he  or  she  should  be 
tested  for  lead  poisoning. 

How  Do  You  Get  Your  Child  Tested  for 
Lead  Poisoning?  If  someone  has  seen  your 
child  eating  paint  chips  or  if  you  have  ob¬ 


served  any  of  the  signs  of  lead  poisoning 
you  should  have  the  child  tested  for  lead  poi¬ 
soning  as  soon  as  possible.  Because  lead 
poisoning  sometimes  shows  no  signs  or  seems 
to  be  like  other  childhood  diseases,  blood 
tests  are  necessary.  This  la  called  screening 
your  child  for  lead  poisoning.  These  tests  take 
a  matter  of  minutes  and  can  tell  you  If  your 
child  has  eaten  enough  lead  to  harm  him. 

Your  doctor,  local  clinic,  hospital,  or  pub¬ 
lic  health  department  can  make  these  teSts 
for  you.  There  Is  often  no  charge  for  the 
test. 

The  Department  of  Health,  Education  and 
Welfare  supports  blood  screening  programs  in 
many  communities.  Screening  programs  are 
operated  by  local  health  departments  and  are 
frequently  located  in  edder  areas  of  cities  be¬ 
cause  that  is  often  where  lead  based  paint 
is  found.  If  you  don’t  know  whether  a  screen¬ 
ing  program  exists  in  your  area  call  your 
public  health  nurse  or  social  worker  at 
the  local  health  department. 

Under  this  screening  procedure  children 
are  tested  for  lead  even  If  they  show  no  symp¬ 
toms  and  no  one  has  seen  them  eating  paint. 
This  screening  approach  has  detected  many 
lead  poisoning  cases  which  might  otherwise 
have  escaped  notice.  Testing  In  these  orga¬ 
nized  screening  programs  Is  free  of  charge. 

If  there  Is  no  screening  program  in  your 
city  and  you  cannot  afford  the  testing, 
Medicaid  may  pay  for  screening  of  children 
below  6  years  of  age.  The  Medicaid  program 
also  may  pay  for  the  screening  of  children 
over  6  years  of  age  If  your  doctor  says  testing 
Is  necessary. 

Hoio  Do  You  Get  Treatment  For  Your 
Child?  If  your  child  Is  tested  and  the  test 
shows  a  high  level  of  lead  In  his  blood,  he 
must  have  medical  treatment.  Treatment 
takes  the  lead  out  of  the  blood.  Your  doctor, 
local  clinic  or  hospital  can  treat  yoiu:  child. 
Medicaid  or  the  local  health  department  can 
pay  for  treatment.  The  Department  of  HEW 
also  helps  you  to  get  medical  help  for  your 
child  through  Its  assistance  to  local  pro¬ 
grams. 

How  Can  You  Prevent  Your  Child  From 
Being  Poisoned?  The  most  important  thing 
you  can  do  Is  to  stop  your  child  from  eating 
paint  and  other  objects  that  may  contain 
lead.  If  your  child  is  old  enough  to  under¬ 
stand,  warn  him  or  her  against  eating  any¬ 
thing  but  food.  Also  be  sure  to  tell  the  rest 
of  your  family  and  people  who  babysit  for 
you  to  make  sure  that  your  young  children 
do  not  eat  paint. 

Often  children  will  eat  things  when  they 
are  bored  or  hungry.  Children  are  safer  when 
they  have  toys  or  activities  to  keep  them 
busy.  If  your  child  Is  not  eating  properly, 
you  may  want  to  take  him  to  a  doctor  or 
clinic  to  be  examined. 

If  you  have  seen  your  child  putting  pieces 
of  paint  or  plaster  in  his  mouth  or  chewing 
on  woodwork,  you  should  take  him  to  a 
doct<»',  clinic  or  local  screening  program  as 
soon  as  you  can.  Remember,  In  the  begin¬ 
ning  stages  of  lead  poisoning,  a  child  may 
not  really  seem  sick.  Do  not  wait  for  signs 
of  poisoning. 

How  Can  You  Prevent  Lead  Paint  Dangers 
in  Your  House?  In  the  past,  lead  based  paint 
was  used  often  In  bousing.  As  a  result,  many 
older  bouses  and  apartments  contain  many 
layers  of  lead  based  paint  on  the  inside  and 
outside  of  the  bouse  or  building.  This  paint 
was  applied  to  walls,  ceilings,  woodwork  and 
trim  Inside  the  house  and  to  walls,  porches, 
stairs,  fences  and  garages  on  the  outside. 

When  the  old  paint  chips  off  ox  peels,  or 
If  children  chew  on  woodwork  or  door  edges, 
there  Is  real  danger.  Children  can  get  danger¬ 
ous  amounts  of  lead  from  eating  small 
amoimts  of  lead  paint. 

Preventative  Maintenance.  Keeping  your 
home  and  apartment  In  good  shapq  Is  one 
of  the  best  ways  to  prevent  lead  paint  poison¬ 
ing. 
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What  Should  You  Look  For?  Peeling  and 
flaking  paint  inside  of  houses  and  i^iart- 
ments  are  the  major  causes  of  lead  paint 
hazard.  Water  leaks  from  faulty  plumbing 
or  defective  roofs  or  ceilings  often  caxises 
paint  to  peel  or  flake.  Quick  repairs  of  these 
leaks  can  prevent  future  peeling  paint  and 
flaking  plaster. 

Most  houses  or  ^artments  should  be  re¬ 
painted  every  three  to  flve  years  to  prevent 
peeling  paint.  Any  loose  or  flaking  paint 
should  be  removed  by  scraping  or  brushing. 
Cracked  walls  should  be  replastered  before 
new  paint  is  applied. 

What  Can  You  Do  Note?  If  your  walls  are 
cracking  or  peeling  note,  an  immediate  haz¬ 
ard  from  lead  paint  may  exist. 

There  are  some  things  you  should  do  Im¬ 
mediately: 

Oet  a  broom  or  stiff  brush  and  remove  all 
loose  pieces  of  paint  from  walls,  woodwork, 
and  ceilings.  Sweep  up  all  the  pieces  of  paint 
and  plaster.  Put  them  in  a  paper  bag  or  wrap 
them  in  newspaper  as  soon  as  possible.  Put 
the  package  in  the  trash  can.  Be  careful  not 
to  leave  paint  chips  on  the  floor  and  keep 
children  away  from  the  dust — it  can  be  very 
dangerous  to  everyone. 

Always  keep  the  floor  clear  of  loose  bits 
of  paint  and  plaster.  Sweeping  the  floors  is 
the  simplest  step  you  can  take  and  the  most 
Important. 

Children  will  pick  loose  paint  off  walls,  so 
be  extra  careful  about  keeping  the  lower 
parts  of  walls  free  of  loose  paint. 

As  an  emergency  measure  you  can  cover 
up  the  lower  parts  of  walls  with  contact 
paper.  Also,  to  protect  your  child,  you  can 
put  contact  pajier  or  adhesive  tape  on  wood¬ 
work  that  your  child  might  chew.  You  can 
also  move  heavy  furniture  against  walls  with 
peeling  paint. 

If  testing  shows  that  yoxu'  child  has  a  lot 
of  lead  in  his  blood,  the  local  health  depart¬ 
ment  may  send  someone  to  measure  the  lead 
paint  in  your  home  and  may  require  treat¬ 
ment  of  lead  paint  hazards  on  walls  and 
woodwork. 

The  standards  for  treatment  of  these  lead 
hazards  vary  from  city  to  city.  In  such  cases 
be  sure  to  follow  the  directions  and  guidance 
of  the  local  health  department. 

Is  Paint  the  Only  Cause  of  Poisoning?  No. 
A  young  child  can  get  lead  poisoning  from 
eating  a  lot  of  non-food  items  which  con¬ 
tain  lead.  Things  to  watch  out  for  are  dirt, 
newspapers,  batteries,  some  pottery,  and 
some  furniture. 

Even  common  household  dust  sometimes 
contains  high  levels  of  lead.  Lead  can  col¬ 
lect  in  dmt  and  soil  after  lead  paint  has 
weathered  and  fallen  to  the  ground  or  after 
exposure  to  exhaust  from  automobiles  which 
use  leaded  gasoline.  Because  lead  in  soil  is 
often  heaviest  near  busy  streets,  children 
should  be  discouraged  from  playing  in  dust 
and  dirt  near  streets. 

Caution  your  child  against  eating  or  chew¬ 
ing  these  non-food  items.  If  any  of  the 
symptoms  of  lead  poisoning  occur,  see  that 
your  Child  is  tested  as  soon  as  possible. 

Appendix  2 — ^Thx  Dances  of  Lead  Poisoning 
TO  Yous  Chiu)  (fox  rentess) 

PLEASE  READ  CAREFULLY 

This  housing  or  apartment  was  built  be¬ 
fore  1950.  There  is  a  possibility  that  it  may 
contain  lead  paints.  Lead  paint  is  poisonous 
if  eaten.  Many  children  do  eat  lead  based 
paint.  When  they  do.  they  frequently  become 
very  sick.  You  as  parents  are  in  the  best 
position  to  safeguard  your  child’s  health  by 
preventing  him  or  her  from  eating  paint  or 
paint  chips.  This  pamphlet  will  answer  some 
of  your  questions  about  how  to  know  if  your 
child  has  been  eating  lead  paint  and  what  to 
do  about  it. 

What  is  Lead  Poisoning?  Lead  poisoning  is 
a  health  problem  in  this  country.  Thousands 


of  children  under  7  years  of  age  are  poisoned 
each  year.  Lead  poisoning  can  be  very  dan¬ 
gerous.  Children  who  eat  lead  can  become 
mentally  retarded,  blind,  paralyzed  or  even 
die.  To  protect  children,  the  Department  of 
Housing  and  Urban  Development  has  pre¬ 
pared  this  notice  to  help  you  And  the  prob¬ 
lem  if  it  exists  in  your  house,  know  if  your 
child  has  been  poisoned  and  know  how  to 
prevent  both  the  problem  and  the  sickness. 

What  Causes  Lead  Poisoning?  Your  child 
can  be  poisoned  if  he  or  she  eats  paint,  dirt, 
or  other  non-food  substances  containing  lead. 
The  most  common  cause  of  lead  poisoning  is 
lead  based  paint.  Young  children  put  many 
things  besides  food  in  their  mouths.  When 
they  do  this  often,  doctors  call  the  problem 
Pica.  If  the  items  which  are  frequently  eaten 
or  chewed  have  a  lot  of  lead,  your  child  can 
be  poisoned. 

How  Can  You  Tell  If  Your  Child  Is  Poi¬ 
soned?  Sometimes,  there  are  no  signs.  Your 
child  may  have  lead  poisoning  if  he  or  she 
has  stomach  aches  and  vomiting,  has  head¬ 
aches,  loses  appetite,  is  cranky,  or  frequent¬ 
ly  is  to  tired  to  play.  All  these  symptnms 
can  be  signs  of  lead  poisoning.  Do  not  wait 
too  long.  If  you  see  these  signs  in  your  child 
for  more  than  a  week,  he  or  she  should  be 
tested  for  lead  poisoning. 

How  Do  You  Get  Your  Child  Tested  for 
Lead  Poisoning?  If  someone  has  seen  your 
child  eating  paint  chips  or  if  you  have  ob¬ 
served  any  of  the  signs  of  lead  poisoning  you 
should  have  the  child  tested  for  lead  poison¬ 
ing  as  soon  as  possible.  Because  lead  poison¬ 
ing  sometimes  shows  no  signs  or  seems  to  be 
like  other  childhood  diseases,  blood  tests  are 
necessary.  This  is  called  screening  yotu*  child 
for  lead  poisoning.  These  tests  take  a  matter 
of  minutes  and  can  tell  you  if  your  child  has 
eaten  enough  lead  to  harm  him. 

Your  doctor,  local  clinic,  hospital,  or  public 
health  department  can  make  these  tests  for 
you.  There  is  often  no  charge  for  the  test. 

The  Department  of  Health,  Education,  and 
Welfare  supports  blood  screening  programs  in 
many  communities.  Screening  programs  are 
operated  by  local  health  departments  and  are 
frequently  located  in  older  areas  of  cities  be¬ 
cause  that  is  often  where  lead  based  paint  is 
found.  If  you  don’t  know  whether  a  screen¬ 
ing  program  exists  in  your  area  call  yoiur 
public  health  nurse  or  social  worker  at  the 
local  health  department. 

Under  this  screening  procedure  children  are 
tested  for  lead  even  if  they  show  no  symp¬ 
toms  and  no  one  has  seen  them  eating  paint. 
’This  screening  approach  has  detected  many 
lead  poisoning  cases  which  might  otherwise 
have  escaped  notice.  Testing  in  these  orga¬ 
nized  screening  programs  is  free  of  charge. 

If  there  is  no  screening  program  in  your 
city  and  you  cannot  afford  the  testing,  Medi¬ 
caid  may  pay  for  screening  of  children  below 
6  years  of  age.  The  Medicaid  program  also 
may  pay  for  the  screening  of  children  over 
6  years  of  age  if  your  doctor  says  testing  is 
necessary. 

How  Do  You  Get  Treatment  For  Your 
Child?  If  your  child  is  tested  and  the  test 
shows  a  high  level  of  lead  in  his  blood,  he 
must  have  medical  treatment.  Treatment 
takes  the  lead  out  of  the  blood.  Your  doctor, 
local  clinic  or  hospital  can  treat  your  child. 
Medicaid  or  the  local  health  department  can 
pay  for  treatment.  The  Department  of  HEW 
also  helps  you  to  get  medical  help  for  your 
child  through  its  assistance  to  local 
programs. 

How  Can  You  Prevent  Your  Child  from 
Being  Poisoned?  The  most  Important  thing 
you  can  do  is  to  stop  your  child  from  eating 
paint  and  other  objects  that  may  contain 
lead.  If  your  child  is  old  enough  to  under¬ 
stand,  warn  him  or  her  against  eating  any¬ 
thing  but  food.  Also  be  sure  to  tell  the  rest 
of  your  family  and  people  who  babysit  for 
you  to  make  sure  that  your  young  children 
do  not  eat  paint. 
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Often  children  will  eat  things  when  they 
are  bored  or  hungry.  Children  are  safer  when 
they  have  toys  or  activities  to  keep  them 
busy.  If  your  child  is  not  eating  properly, 
you  may  want  to  take  him  to  a  doctor  or 
clinic  to  be  examined. 

If  you  have  seen  your  child  putting  pieces 
of  paint  or  plaster  in  his  mouth  or  chewing 
on  woodwork,  you  should  take  him  to  a  doc¬ 
tor,  clinic  or  local  screening  program  as  soon 
as  you  can.  Remember,  in  the  beginning 
stages  of  lead  poisoning,  a  child  may  not 
really  seem  sick.  Do  not  wait  for  signs  of 
poisoning. 

How  Can  You  Prevent  Lead  Paint  Dangers 
in  Your  House?  Preventive  Maintenance — 
Keeping  your  home  and  apartment  In  good 
shape  is  one  of  the  best  ways  to  prevent  lead 
paint  poisoning. 

What  Should  You  Look  For?  Peeling  and 
flaking  paint  inside  of  houses  and  apart¬ 
ments  are  the  major  causes  of  lead  paint 
hazards.  If  you  have  peeling,  flaking  paint 
in  your  apartment,  notify  the  oaanagement 
or  landlord.  Often  flaking  paint  may  be  the 
result  of  plumbing  leaks.  Repair  of  these 
leaks  may  prevent  future  peeling  or  flaking 

Most  apartments  should  be  repainted  every 
three  to  flve  years  to  prevent  peeling  paint. 
Therefore,  it  is  Important  to  cooperate  with 
the  management  office  when  repainting  time 
comes.  If  your  apartment  has  not  been  re¬ 
painted  within  this  period  of  time.  Inform 
the  management  office,  or  resident  manager 
or  landlord. 

What  Can  You  Do  Now?  It  your  walls  are 
cracking  or  peeling  now,  an  immediate 
hazard  from  lead  paint  may  exist. 

There  are  some  things  you  should  do 
Inunediately. 

Notify  the  management  office  or  resident 
jnanager  or  landlord  immediately. 

Oet  a  broom  or  stiff  brush  and  remove  all 
loose  pieces  of  paint  from  walls,  wodwork, 
and  ceilings.  Sweep  up  all  the  pieces  of  paint 
and  plaster.  Put  them  in  a  paper  bag  or  wrap 
them  in  newspaper  as  soon  as  possible.  Put 
the  package  in  the  trash  can.  Be  careful  not 
to  leave  paint  chips  on  the  floor  and  keep 
children  away  from  the  dust — ^It  can  be  very 
dangerous  to  everyone. 

Always  keep  the  floor  clear  of  loose  bits  of 
paint  and  plaster.  Sweeping  the  floors  is  the 
simplest  step  you  can  take  and  the  most 
important. 

Children  will  pick  loose  paint  off  walls,  so 
be  extra  careful  about  keeping  the  lower 
parts  of  walls  free  of  loose  paint. 

As  an  emergency  measure  you  can  move 
heavy  furniture  against  walls  with  peeling 
paint. 

If  testing  shows  that  your  child  has  a  lot 
of  lead  in  his  blood,  the  local  health  depart¬ 
ment  may  send  someone  to  measure  the  lead 
paint  in  your  home  and  may  require  treat¬ 
ment  of  lead  paint  hazards  on  walls  and 
woodwork.  Often  this  work  is  messy  and  in¬ 
convenient.  To  protect  your  child  it  is  im¬ 
portant  to  cooperate  with  the  workmen  if 
they  come  to  improve  the  lead. 

Is  Paint  the  Only  Cause  of  Poisoning?  No. 
A  young  child  can  get  lead  poisoning  from 
eating  a  lot  of  non-food  items  which  contain 
lead.  ’Things  to  watch  out  for  are  dirt,  news¬ 
papers,  batteries,  some  pottery,  and  some 
furniture. 

Even  common  household  dust  sometimes 
contains  high  levels  of  lead.  Lead  can  collect 
in  dust  and  soil  after  lead  paint  has  weath¬ 
ered  and  fallen  to  the  ground  or  after  ex¬ 
posure  to  exhaust  from  automobiles  which 
use  leaded  gasoline.  Because  lead  in  soil  is 
often  heaviest  near  busy  streets,  children 
should  be  discouraged  from  playing  in  dust 
and  dirt  near  streets. 

Caution  your  child  against  eating  or  chew¬ 
ing  these  non-food  items.  If  any  of  the  symp¬ 
toms  of  lead  poisoning  occur,  see  that  your 
child  is  tested  as  soon  as  possible. 
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This  useful  reference  tool  is  designed 
to  keep  businessmen  and  the  general 
public  informed  concerning  the  many 
published  requirements  in  Federal  laws 
and  regulations  relating  to  record 
retention. 

The  87-page  '‘Guide”  contains  over 
1,000  digests  which  tell  the  user  (1) 
what  type  records  must  be  kept,  (2) 
who  must  keep  them,  and  ( 3 )  how  long 


they  must  be  kept.  Each  digest  carries 
a  reference  to  the  full  text  of  the  basic 
law  or  regulation  providing  for  such 
retention. 

The  booklet's  index,  numbering  over 
2,000  items,  lists  for  ready  reference 
the  categories  of  p)ersons,  companies, 
and  products  affected  by  Federal 
record  retention  requirements. 
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